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GPL PRECISION LABORATORY 
- INCORPORATED 
 GUBSIDIARY OF GENERAL PREUISION EQUIPMENT CORPORATION 


63 BEDFORD ROAD, PLEASANTVILLE, NEW YORK 


July 25, 1958 


Headquarters Detachment 
Bolling Air Force Base 
Washington, D. ©. 


ictention STATINTL 
Subjects: Contract HF-22h9 
Gentlemens 


We are submitting herewith Invoice No. 19133 against subject contract. 
STATINTE 


Ours 


Manager, Government Contracts 
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tHe GPE COMPANIES =: ANIA REGULATOR COMPANY CINESOUND SERVICE CORPORATION * GENERAL PRECISION LABORATORY INCORPORATED 
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